| 
| 


JOURNAL OF 
HAZARDOUS 
MATERIALS 


Journal of Hazardous Materials 39 (1994) 353-354 


Contents Volume 39 


Vol. 39, No. 1 


Development of a model for simulating the variability of the physical properties of substances, 
stored in various storage tanks, in the presence of an external heat source 
P. Kourneta (Ispra, Italy), I. Ziomas (Greece), S. Contini and G. Drogaris (Ispra, Italy)....... 1 


Cometabolism of pentachlorophenol by microbial species 


Oxidation of sorbed hexachlorobenzene in soils using catalyzed hydrogen peroxide 
R.J. Watts (Pullman, WA, USA), S. Kong (Seoul, South Korea), M. Dippre 
(Pullman, WA, USA) and W.T. Barnes (Deer Park, TX, USA) ......................004. 33 


A simple method to study the effectiveness of bioremediation aided, pump-and-treat 
technology for aquifers contaminated by non-aqueous phase liquids. 
I. Single component systems 
P. Gandhi, L.E. Erickson and L.T. Fan (Manhattan, KS, USA)......................4.4. 49 


Investigation of red oil decomposition by simulated Hanford tank wastes 
P.L. Gordon (Los Alamos, NM, USA), C. O’Dell (Washington, DC, USA) 


Synthesis and energetic content of red oil 
P.L. Gordon (Los Alamos, NM, USA), C. O’Dell (Washington, DC, USA) 


Clean-up of chemical warfare agents on soils using simple washing or 
chemical treatment processes 


D. Amos and B. Leake (Melbourne, Victoria, eee 107 
Vol. 39, No. 2 


Special Issue: Risk Assessment and Risk Management of Environmental Chemicals 


Preface 
Environmental hazards, lifestyle and disease prevention 


| 


354 Contents Volume 39/Journal of Hazardous Materials 


Risk assessment in the Environmental Protection Agency 


C.O. Abernathy (Washington, DC, USA) and W.C. Roberts (Alexandria, VA, USA).......... 135 
Issues in interpretation of toxicological data for use in risk assessment 

Arsenic: risk assessment for California drinking water standards 


Risk assessment of formaldehyde 
O. Hernandez, L. Rhomberg, K. Hogan, C. Siegel-Scott, D. Lai, G. Grindstaff, M. Henry 


Chemicals in California drinking water: source contaminants, risk assessment, 
risk management, and regulatory standards 
R.H.F. Lam, J.P. Brown, A.M. Fan and A. Milea (Berkeley, CA, USA) ................... 


Regulatory approach to assessing health risks of toxic chemical releases following 


transportation accidents 
M.J. DiBartolomeis, G.V. Alexeeff, A.M. Fan and R.J. Jackson (Berkeley, CA, USA)......... 


Health risk attributable to environmental exposures: Radon 
PS. Stifter and B.R. Weir (Gan Rafacl, CA, USA)... 


Information resources for chemical toxicology and regulation 


Practical guidance for evaluating and interpreting developmental toxicity tests 
S.B. Harris (San Diego, CA, USA) and J.M. DeSesso (McLean, VA, USA)................. 


Integrating risk management and risk communication into a risk assessment of 
a Medfly eradication project in California 
H. Russell, A.M. Fan, M. DiBartolomeis, C. Arnesen, J. Stratton and R.J. Jackson 


Vol. 39, No. 3 


Thermal conversion of gasworks contaminated soil into carbonaceous adsorbents 
G.D. Fowler, C.J. Sollars, S.K. Ouki and R. Perry (London, UK).....................4.. 


Further study on properties of a solidified electroplating sludge using a mixture of 
an electroplating sludge and a calcium carbonate sludge as a binder 


Statistical analyses of control parameters for physicochemical properties of solidified 

incinerator fly ash of municipal solid wastes 

Effect of process variables on the treatment of toxic wastewaters with anaerobic 

GAC reactors 

G.F. Nakhla (Dhahran, Saudi Arabia) and M.T. Suidan (Cincinnati, OH, USA)............. 


173 
| 
267 | 
| 
281 | 
301 | 
317 | 
335 | 
351 
353 
| 


